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:  1415300902 

ENROLLMENT  NO. 

:  141530036269 

COURSE 

:  B.Tech 

BRANCH 

•  Civil  Engineering 

INSTITUTE  NAME 

:  Sky  Line  Institute  of  Engineering  &  Technology, Gautam  1 

YEAR  OF  PASSING 

:  2016-17 
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PASS 

DIVISION 

:  l-DIV 
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Controller  Of  Examination 

DR.  A.P.J.  ABDUL  KALAM 
UNIVERSITY,  UTTAR  PRADESH, 


LUCKNOW 


Note  : 

•  As  per  Govt,  notification  no.3324/solah-l-2013(3)/2009)  dated  31-10-2013,  Mahamaya  Technical 
University,  Noida  has  been  merged  with  G.  B.  Technical  University,  Lucknow  and  the  University 
established  after  such  merger  shall  be  called  Uttar  Pradesh  Technical  University,  Lucknow 

•  As  per  Govt,  notification  no.2696/solah-l-2015-l(30)/2009  dated  16.09.2015  Uttar  Pradesh  Technical 
University,  Lucknow  has  been  renamed  as  Dr.  A.P.J.  Abdul  Kalam  Technical  University,  Uttar  Pradesh, 
Lucknow. 


